DOCKETED ITEMS       43
F. Security, medical, emergency & fire protection plans
8503120496 Responds to 850129 request for add! info re 830321 response to Generic Ltr 82-28, "Inadequate Core Cooling Instrumentation Sys," Tech Spec mod re inadequate core cooling instrumentation submitted on 840229,
FAY.C.W. Wisconsin Electric Power Co. 85/03/05. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. MILLER.J.R. Operating Reactors Branch 3. 2pp. 29313:022-29313:023.
8503150152 Responds to NRC request for addl info per Generic Ltr 82-33, Suppl 1 to NUREG-0737 re requirements for emergency response capability.Response will not be completed util 850801,due to previous commitments.
FAY.C.W. Wisconsin Electric Power Co. 85/03/11. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. MILLER.J.R. Operating Reactors Branch 3. 2pp. 29370:214-29370:215.
8503150357 Forwards exercise rept of State of Wl & Kewaunee & Manitowoc Counties joint exercise of offsite radiological emergency preparedness plans on 840911.Area of weakness revealed when util declared general emergency. KRIMM.R.W. Federal Emergency Management Agency. 85/03/12. JORDAN,E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 29372:034-29372:088.
-8503150363 Exercise rept of State of Wl & Kewaunee & Manitowoc Counties joint exercise of offsite radiological emergency preparedness plans on 840911.Category B deficiencies noted. * Federal Emergency Management Agency. 84/11/05. 50pp. 29372:036-29372:088.
8503250158 Notification of 850403 meeting w/util.Science Applications, Inc & General Physics in Bethesda.MD to discuss detailed control room design review program plan. COLBURN.T.G. Operating Reactors Branch 3. 85/03/15. MILLER.J.R. Operating Reactors Branch 3. 2pp. 29497:047-29497:048.
8503270230 Comments on 850109 Generic Ltr 85-01, "Fire Protection Policy Steering Committee Rept." Proposal that no further extensions to schedules in 10CFR50.48 be granted unsatisfactory since delays in equipment delivery do occur. FAY.C.W. Wisconsin Electric Power Co. 85/03/18. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. THOMPSON.H. Division of Licensing. 3pp. 29527:195-29527:197.
8503260378 Advises that 850125 revs to emergency plan consistent w/provisions of 10CFR50.54(q) & acceptable.
PAPERIELLO.CJ. Region 3, Office of Director. 85/03/19. FAY.C.W. Wisconsin Electric Power Co. 1p. 29506:020-29506:020.
P. Operating license stage documents & correspondence
8503060798 Forwards request for addl info re NUREG-0737,ltem II.D.1, "Performance Testing of Relief & Safety Valves." Response requested within 90 days of Itr receipt. MILLER.J.R, Operating Reactors Branch 3. 85/02/12. FAY.C.W. Wisconsin Electric Power Co. 8pp. 29246:243-29246:250.
8503130148 Forwards evaluation of deficiencies in Westinghouse & Exxon models re use of upper plenum injection in ECCS.Deficiencies similar to defects noted in 1978 SERs.Addl info to satisfy 10CFR50.46,App K requirements requested. MILLER.J.R. Operating Reactors Branch 3. 85/02/13. FAY.C.W. Wisconsin Electric Power Co. 16pp. 29362:219-29362:234.
8503110582 Discusses refueling shutdown scheduled for Apr 1985.Startup for Cycle 13 expected in June 1985 following 8 wk refueling & maint outage.Approval of changes requested in 841109 & 13 applications necessary prior to Cycle 13 startup. FAY.C.W. Wisconsin Electric Power Co. 85/02/25. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. MILLER.J.R. Operating Reactors Branch 3. 2pp. 29303:120-29303:121.
8503070243 Forwards description of proposed addition of bypass breaker position status lights on control board.in response to NRC 840926 SER of response to Generic Ltr 83-28.Two oversize drawings encl.Aperture cards available in PDR. FAY.C.W. Wisconsin Electric Power Co. 85/02/28. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29261:084-29261:085.
8503180607 Authorizes implementation of proposed inservice testing program & grants relief from certain ASME Code requirements. Tech Specs supporting program will be submitted following complete review.
MILLER.J.R. Operating Reactors Branch 3. 85/03/04. FAY.C.W. Wisconsin Electric Power Co. 4pp. 29402:045-29402:048.
8503150274 Forwards radwaste cost/benefit analysis.supporting 841220 Tech Spec change requestRevised Tech Spec 15.7.5.G, detailing requirements for operation of radioactive effluent waste treatment sys will be submitted by 850325. FAY.C.W. Wisconsin Electric Power Co. 85/03/11, DENTON.H.R. Office of Nuclear Reactor Regulation, Director. MILLER.J.R. Operating Reactors Branch 3. 39pp. 29373:228-29373:266.
8503270650 Forwards request for addl info following preliminary review of licensee responses to Generic Ltr 83-28,including info on how equipment will be classified as safety-related.
MILLER.JA Operating Reactors Branch 3. 85/03/13. FAY.C.W. Wisconsin Electric Power Co. 3pp. 29544:174-29544:176.
8503250152 Notification of 850328 meeting w/util in Bethesda.MD to discuss seismic qualification of auxiliary feedwater sys.
COLBURN.T.G. Operating Reactors Branch 3. 85/03/15. MILLER.J.R. Operating Reactors Branch 3. 2pp. 29497:049-29497:050.
Q. Inspection reports, IE Bulletins & correspondence
8503010088 Forwards Insp Repts 50-266/84-21 & 50-301/84-19 on 841201-850204. No
8503210086 Forwards Insp Repts 50-266/85-01 & 50-301/85-01 on 850102-17 & notice of violation.
LITTLE.W.S. Region 3, Office of Director. 85/02/26. FAY.C.W. Wisconsin Electric Power Co. 2pp. 29478:094-29478:101.
-8503210096 Notice of violation from insp on 850102-17.
LITTLE.W.S. Region 3, Office of Director. 85/02/26. 1 p. 29478:096-29478:096.
-8503210106 Insp Repts 50-266/85-01 & 50-301/85-01 on 850102-17. Noncompliance noted:use of uncalibr equipment for surveillance testing.
WOHLD.P.R., REYES.LA. Region 3, Office of Director. 85/02/26. 5pp. 29478:097-29478:101.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post/Pensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503110158 "Semiannual Monitoring Rept.Jul-Dec 1984." Errata sheet encl.W/850301
FAY.C.W. Wisconsin Electric Power Co. 84/12/31. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 20pp. 29306:112-29306:131.
8503140252 "Annual Results & Data Rept for 1984,Point Beach Nuclear Plant,Units 1 & 2.W/850301 Itr.
FAY.C.W. Wisconsin Electric Power Co. 84/12/31. KEPPLER.J.G. Region 3, Office of Director. 47pp. 29382:128-29382:174.
8503250338 Monthly operating repts for Feb 1985.W/850306 Itr. KRAUSE.C.W., FAY.C.W. Wisconsin Electric Power Co. 85/02/28. 8pp. 29501:251-29501:259.
8503250347 Forwards errata to "1984 Annual Results & Data Rept," correcting Section
FAY.C.W. Wisconsin Electric Power Co. 85/03/11. KEPPLER.J.G. Region 3, Office of Director. 1p. 29501:161-29501:165.
-8503250350 Errata to "1984 Annual Results & Data Rept." Section 3.1 corrected re license amends issued in 1984 instead of 1983. * Wisconsin Electric Power Co. 84/12/31. 4pp. 29501:162-29501:165.
DOCKET 50-267 FORT ST. VRAIN NUCLEAR GENERATING STATION
F. Security, medical, emergency & fire protection plans
8503050349 Requests cooperation ii
tes spend in gener-
noncompliance noted SHAFER.W.D. F
, Region 3, Office of Director. 85/02/09. FAY.C.W. Wisconsin Electric Power Co. 2pp. 29163:142-29163:148.
-8503010097 Insp Repts 50-266/84-21 & 50-301/84-19 on 841201-850204.NO non-compliance no ted. Major areas inspected:operational safety, maint.surveiHance.LERs & independent insp. JACKIW.I.N. Region 3, Office of Director. 85/02/09. 5pp. 29163:144-29163:148.
ic radiation protection retraining.Proprietary radiological access list of Region Iv* personnel successfully completing NRC training forwarded.List withheld. MARTIN.R.D. Region 4, Office of Director. 85/02/27. LEE.O.R. Public Service Co. of Colorado. 2pp. 29205:356-29205:357.
8503120511 Forwards "Fort St Vrain Nuclear Generating Station Site- Specific Offsite Radiological Emergency Preparedness Prompt Alert & Notification Sys Evaluation." Plans to correct deficiency re primary alert sys requested within 30 days. JOHNSON.E.H. Region 4, Office of Director. 85/03/07. LEE.O.R. Public Service Co. of Colorado. 2pp. 29315:315-29315:347.70050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl,
